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TAGS: TECH, ENGR, CO 

SUB J : INTERNATIONAL APPLICATIONS OF GEOTHERMAL ENERGY 
REF: STATE A-2873 

1 . COLOMBIA HAS NOT UNDERTAKEN SIGNIFICANT EVALUATION OF 

ITS GEOTHERMAL RESOURCES. ALTHOUGH THERE ARE MANY HOT WATER 
SPRINGS AROUND THE COUNTRY, NO STUDIES HAVE BEEN CONDUCTED 
OF THE POTENTIAL THEY MAY HAVE TO GENERATE ELECTRIC POWER. 

ONLY TOURIST RESORTS HAVE BEEN DEVELOPED AROUND SOME OF 
THESE SITES. 

2. THE ONLY ENTITY WHICH IS CONDUCTING STUDIES TOWARD THE 
FUTURE DEVELOPMENT OF GEOTHERMAL ELECTRIC POWER PLANTS 
IN COLOMBIA IS THE CENTRAL HIDROELECTRICA DE CALDAS-CHEC, 

AND AFFILIATE OF THE INSTITUTO COLOMBIANO DE ENERGIA 
ELECTRICA-ICEL. TWO YEARS AGO CHEC CARRIED OUT. WITH THE COOPERATION 
OF ENEL (ITALY), IDENTIFICATION STUDIES IN THE STATES OF 

CALDAS, RISARALDA AND QUINDIO. AS A RESULT, COLOMBIA AND ENEL 
HAVE AGREED TO CARRY THE STUDIES TO THE PREFEASIBILITY STAGE. 

THE FONDO NACIONAL PARA PROYECTOS DE DESARROLLO- FONADE 
(NATIONAL FUND FOR DEVELOPMENT PROJECTS) WILL FINANCE THE PROGRAM 
AND ENEL IN CONJUCTION WITH ICEL AND CHEC WILL UNDERTAKE 
THE INVESTIGATIONS. 
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3. THE FOLLOWING COLOMBIAN ENGINEERS HAVE BEEN ASSIGNED 
DIRECT RESPONSIBILITY OVER THEIS PROGRAM: 

DR. CARLOS MOLANO 

JEFE DE ESTUDIOS Y COORDINACION DE PROYECTOS 
INSTITUTO COLOMBIANO DE ENERGIA ELECTRICA - ICEL 
CARRERA 13 NO. 27-00, PISO 3 
BOGOTA. D.E., COLOMBIA 
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DR. JOSE PACHON AND DR. MARIO ESTRADA 
CENTRAL HIDROELECTRICA DE CALDAS - CHEC 
EDIFICIO SEGUROS BOLIVAR 
MANIZALES, CALDAS, COLOMBIA 
DREXLER 
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